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CONFIDENTIAL GENEVA 3090 
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SUBJ: CSCE: INFORMATION - INTRODUCTORY TEXT 

REF: GENEVA 3080 

1. THE BRITISH HAVE GIVEN US PRIVATELY THE FOLLOWING REVISED DRAFT 
FOR INTRODUCTORY TEXT ON INFORMATION, WHICH THEY ARE CONSIDERING 
SUGGESTING TO THE NATO CAUCUS: BEGIN TEXT: 

THE PARTICIPATING STATES, 

-CONSCIOUS OF THE NEED FOR AN EVER WIDER KNOWLEDGE 
AND UNDERSTANDING WITHIN THEIR COUNTRIES OF THE VARIOUS 
ASPECTS OF LIFE IN THE OTHER PARTICIPATING STATES, 

-ACKNOWLEDGING THE CONTRIBUTION WHICH THIS PROCESS 
CAN MAKE TO THE GROWTH OF CONFIDENCE BETWEEN THEIR 
PEOPLES, 

-RECOGNISING, IN THE SAME CONNECTION, THE IMPORTANCE 
OF THE DISSEMINATION OF INFORMATION FROM THE OTHER 
PARTICIPATING STATES AND OF A WIDER AND FULLER 
ACQUAINTANCE WITH SUCH INFORMATION, 

-EMPHASISING THEREFORE THE ESSENTIAL AND INFLUDENTIAL 
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THE JOURNALISTS WORKING THESE FIELDS, 

-TO THESE ENDS EXTABLISH IT AS THEIR OBJECTIVE TO 
FACILITATE THE FREER AND WIDER DISSEMINATION OF INFORMA- 
TION OF ALL KINDS; TO ENCOURAGE CO-OPERATION IN THE 
FIELD OF INFORMATION AND THE EXCHANGE OF INFORMATION 
WITH OTHER COUNTRIES; AND TO IMPROVE THE CONDITIONS 
UNDER WHICH JOURNALISTS FROM ONE PARTICIPATION STATE 
EXERCISE THEIR PROFESSION IN ANOTHER PARTICIPATING 
STATE, 

-AND EXPRESS THEIR INTENTION IN PARTICULAR TO: END TEXT 

2. WHILE THIS TEXT WOULD OBVIOUSLY BE A MAJOR STEP 
TOWARD SOVIET POSITIONS, WE BELIEVE IT ADEQUATELY 
AVOIDS THE MAJOR PROBLEMS OF THE SOVIET TEXT (REFTEL) 
AND WE WOULD PLAN TO SUPPORT IT IN THE CAUCUS AS FAR 
AS CONTENT IS CONCERNED. WE WOULD PREFER TO FOLLOW 
THE PREVAILING JUDGMENT AMONG THE FIFTEEN AS TO WHEN 
THE UK, AS WESTERN REPRESENTATIVE, SHOULD PRESENT 
THE TEXT TO THE SOVIETS. 

DALE 


CONFIDENTIAL 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: COLLECTIVE SECURITY, AGREEMENT DRAFT, GOVERNMENT REACTIONS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 01 MAY 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: GolinoFR 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975GENEVA03090 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D7501 53-0649 
From: GENEVA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750590/aaaadeon.tel 

Line Count: 81 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 75 GENEVA 3080 
Review Action: RELEASED, APPROVED 
Review Authority: GolinoFR 
Review Comment: n/a 
Review Content Flags: 

Review Date: 10 APR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <10 APR 2003 by Izenbel0>; APPROVED <15 APR 2003 by GolinoFR> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CSCE: INFORMATION - INTRODUCTORY TEXT 
TAGS: PFOR, XG, CSCE 
To: STATE 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



